S-68 —SUN NEWS CO., ST. PETERSBURG, FLA 


The rocrin auditorium has ten beautiful 
stained glass windows depicting the life of 
Christ. This auditorium has a seating capacity 
of 2160. Loudspeakers are placed in lower 
auditorium for overflow crowds. Tower bells 
are played daily. 
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